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11. ZENER TOLERANCE IS 5X 
1 0. SMT CAPACITOR VOLTAGE IS 50V 
9. SMT RESISTOR WATTAGE RATING IS 0.1 W 

8. RESISTOR WATTAGE RATING IS 1 /4W 

FOR RESISTOR WATTAGE RATINGS GREATER THAN 1W, TOLERANCE IS 5Z 
FOR RESISTOR WATTAGE RATINGS LESS THAN 1/2W, TOLERANCE IS 1 X 
7. THROUGH-HOLE FILM AND CERAMIC CAPACITOR TOLERANCE IS 10Z, VOLTAGE IS 100V 
6. ELECTROLYTIC CAPACITOR TOLERANCE IS 20Z 

5. J104, J204 ARE CONNECTED PIN TO PIN BY 13-LINE RIBBON CABLE. 

4. PART NUMBERING SCHEME 

PARTS IN COMMON TO BOTH CH: 1-99. CH 1 PARTS 101-199. CH 2 PARTS 201-299. 
3. COMPONENTS MARKED WITH A ARE SAFETY CRITICAL PARTS. 

2. COMPONENTS WITH VALUE PREFIXED WITH A REPRESENT SMT COMPONENTS. 

1. THIS DRAWING USED IN CONJUNCTION WITH ASSEMBLY WP-018501-00 
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WORKING FILE, MUTING CIRCUIT REVISIONS 
11-12-01, PHQ 



REVISION LIST 
— CHANGE VALUES — 

R15 WAS 464K, IS 910K 
R10 WAS 121K, IS 150K 
R18 WAS 220K, IS 330K 
— DELETE PARTS AND TRACES — 

C12, D14. 04, 05. Oil. 012. R19, R22 
— CHANGE TRACE CONNECTIONS — 
REROUTE 01 COLLECTOR TO C8 
— ADD NEW PARTS AND CIRCUITS — 
D16, D17. SMT 4148 
013. 014. SMT 3904 

015. SMT 3906 

016. THRU-HOLE 2N3906 

017. THRU-HOLE 2N3904 
R31,R32,R33.R34, SMT 0805. 10K 
R35, SMT 0805. 24K 
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PC-018502-00. AC PCB 



J2A THRU J9A, PC MOUNTED TABS, 
SEE TABLE 1 FOR CONNECTIONS. 



R21 & R21A, 
SEE TABLE 2 
FOR VALUES 
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CIRClUT BREAKER, 
SEE TABLE 2 
FOR VALUES 
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U-l CORE POWER TRANSFORMER 
NOTE SPLIT SECONDARY WIRING 
FROM EACH LEG TO EACH CHANNEL 





20 VAC TO FAN POWER RECTIFIER 
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